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New Agency Formed for 
Procurement of Minerals 


Formation of the Defense Materials 
Procurement Agency was announced by 
President Truman on August 1 to speed 
up expansion of production of critical 
and strategic materials. 

The President said he intends to 
nominate Jess Larson, now head of the 
General Services Administration, to di- 
rect the new agency that will take over 
procurement and development functions 
of the Defense Minerals Administration, 
the General Services Administration, 
the Defense Production Administration, 
anc the Eccnomic Cooperation Admin- 
istration. The nomination is subject to 
the approval of the Senate. 

Endless wrangling over the minerals 
program has resulted in general criti- 
cism over the meager results obtained 
since the beginning of the year. Con- 
tracts cleared by one agency would not 
be passed on elsewhere along the line. 
According to critics of the old plan, the 
bottleneck in the program could only be 
broken by creating a single agency with 
full authority to clear applications and 
provide for required financial assistance. 

The organization 
under the direction of Defense Mobilizer 
Charles E. Wilson 

It will take from the 
Minerals Administration, Department of 
the Interior, responsibility for materials 


new will operate 


over Defense 


supply expansion; responsibility for rec- 
ommending amortization; and certifica- 
tion of loans to the RFC. DMA will con- 
tinue to obtain priorities for mining 
equipment 

GSA retains its present responsibility 
to purchase strategic materials for the 
Munitions Board for the stockpile. In 
addition, it will make purchases ap- 
proved by DMPA. 

ECA, under the new plan, would no 
directly in 


longer recom- 


mending expansion of facilities in for- 


participate 


eign countries. 
+ 


U.S. Tinplate Shipments 
Shipments of tinplate in the first five 
months of 1950 and 1951, in tons, accord- 
ing to the American Iron and Steel In- 
stitute: 
Jan.-May 
1950 1951 


733,721 686,774 
1,104,462 1,167,915 


1,838,183 1,854,689 


Hot-dipped 
Electrolytic 


Totals 





CMP Will Be Extended Oct. 1 to Include 
All Users of Steel, Copper and Aluminum 


All manufacturers using steel, copper and aluminum will operate under the 
Controlled Materials Plan beginning October 1. This step was taken in Washington 
because of difficulties encountered in operating under the open-end plan. The trouble 
arose when some manufacturers sent in duplicate orders and others failed to cancel 
or adjust their outstanding orders, Manly Fleischmann, chief of NPA said. Price 
developments last week were few. Quicksilver was lower. Tin continued at $1.03 


per pound. 





Copper 


Producers and consumers of copper 
were disturbed over the possibility of 
serious labor difficulties growing out of 
a decision of both major unions rep- 
resenting mine and smelter workers to 
call a strike August 20. Whether the 
walk off their 
jobs will depend largely on the position 
that the authorities will take in driving 
for a settlement 


workers will actually 


Negotiations in prog- 
with the Garfield 
have a bearing on the 


ress in connection 


dispute may 
issue, 


Consumers are struggling with the 
problem of obtaining all of the copper 
to which they are entitled under CMP 
Sales in the domestic market of copper 
for August delivery to consumers in- 
creased during the week to 54,953 tons 
indications, deliveries 


From present 


during July should exceed 115,000 tons 


Lead 


The House Ways and Means Com- 
mittee has approved a bill (H.R. 4948) 
for the suspension of the import duty 
on lead until March 31, 1953, or the 
end of the emergency, whichever is 
earlier. In the event that the price of 
lead falls below 16ic. per pound, New 
York, for a period of 30 days, the duty 
would be restored automatically. Early 
action on the measure is likely. 

With lead for September under allo- 
cation, producers restricted business to 
a minimum. Sales in the domestic mar- 
ket for the week totaled 1,180 tons. The 
price continued at 17c., New York. 

The U.K. has been in the market for 
Mexican lead for fourth quarter deliv- 
ery. Sales probably totaled around 
10,000 tons. The export market last 
week held at 2lic. to 22ic. per pound, 
f.as. Gulf ports. 








Zine 

Allocations of zinc for August were 
less than the permitted use of the metal, 
NPA disclosed last week. It was found 
necessary to require some consumers to 
draw on their inventories. Allocations 
took care of all rated orders. NPA said 
the requests for August zinc were al- 
most double the 70,000 tons available 
for distribution 

Needless to say, the supply situation 
remains extremely tight. There was some 
agitation for a higher price among high 
cost producers, partly with a view to- 
ward bringing the foreign and United 
States quotations in line. For the near 
term: no one looks for a change in the 
17ic. per pound basis for Prime West- 
ern, East St. Louis. In the export field, 
quotations were nominal at 29c. and 
upward 

The 
tistics 


June and slab 
of the 


are summarized as 


July zine sta- 
Institute 


follows in 


American Zinc 
tons 
July 
15.791 
78,955 


Stock at beginning 

Production 

Shipments 
Domestic 
Export-drawback 
Government acc't 

Totals 
Stock at end 
Unfilled orders 


76,461 

3,020 
_3.865 
83,346 
11,400 
62,412 
Antimony 


Knowing that OPS intends to do 
something about adjusting the ceiling 
price of antimony metal upward, sellers 
are reluctant to do business on the basis 
of quotations named by the leading in- 
terest. 

Domestic mine production of antimony 
(antimony content) was 163 tons in 
May, which compares with 374 tons in 
April. Smelter output in May was 894 
tons, against 1,213 tons in April. Imports 
of antimony metal in May totaled 86 
tons, against 334 tons in April. 

(Continued on page 9) 












































os The Maytag Company 
Uses Federated Aluminum Ingot 


The Maytag Company is one of the world’s largest producer-users of 
aluminum castings. It uses about 23 million pounds a year at peak 
production . . . all cast in Maytag’s own foundries. 





Quality of product and speed of manufacture are essential factors 
in Maytag’s continuing success. 70 be sure of realizing these objectives 
consistently, Maytag has used Federated aluminum ingot for many 
years. In fact, the special alloy supplied to the manufacturer is the 
result of the combined efforts of Maytag engineers and Federated 
research metallurgists. 

The confidence and success that comes from using only the best 
materials can be yours, too. See Federated first for aluminum and 
magnesium alloys, for brasses and bronzes, hardeners, oxidizers . . . 
for help with any non-ferrous foundry problem. 


Sedewddal Mints Dim |e. 


AMERICAN SMELTING AND REFINING COMPANY + 120 BROADWAY, NEW YORK 








E&MJ METAL AND MINERAL MARKETS, AUGUST 9, 1951 3 








K&M J 


METAL AND MINERAI 


MARKETS 


Weekly Market Information 
Issued by the Publishers of 
Engineéring and Mining Journal 
Atrrep M. StarH.e, Publisher 
Evan Just, Editorial Director 
H. H. Wanoers, Editor 
R. W. Davis, Sales Manager 





E&MJ Metal and Mineral Markets is published 
each Thursday with a daily quotation for copper, 
ead, zinc, tin, and silver. Commodities that change 
price infrequently are quoted st weekly or monthly 
intervals, according to their importance. Official 
weekly and calendar weekly averages, also monthly 
averages, are published for copper, lead, zinc, tin, 
and silver in the United States market 





Few Metal Shortages by 
End of 1953, DMA Holds 


The balance sheet of the Defense Min- 
erals Administration on the supply out- 
look for minerals for the long-term 
shows but few deficiencies. 

DMA has added current production, 
expansion programs already approved, 
and some plans for further expansion 
which appear workable, to come up 
‘with a guess about the supply by the end 
of 1953. There have to be plenty of 
guesses about production in such fig- 
ures. There are even greater guesses 
about demand, when military programs 
play such an important part. If the 
shooting ends in Korea, some military 
demands might slacken off. 

If Congress votes the money for an 
increase in the air force from 95 to 150 
groups — as now proposed — demand for 
many critically short metals would rise 
over the present rate. These estimates 
of DMA are based on the military pro- 
gram now on the books. The figures 
weren't put together with any idea that 
they can be exact. But they can be used 
as a rough guide to current thinking 
about minerals production by the Gov- 
ernment. 

Where the supply looks easy by end- 
1953, it’s a good guess that the Govern- 
ment won't be pushing very hard for 
further expansion. 

The supply situation, by items, ap- 
pears to be as follows: 

TITANIUM: Only 15% of demand 
will be fulfilled. DMA tries to estimate 
demand at the current rate of producing 
sponge metal — $5 per Ib. If the cost can 
be lowered to around $1 — as the Navy 
thinks is possible — then demand will in- 
crease. 





IRON ORE: Supply expected te be 
6% less than demand. 

LEAD: Only a fraction of 1% less 
than demand. Expansion already ap- 
proved will supply 35,000 tons a year. 

ZINC: Supply will be equal to the 
high 1951 demand, Approved expansion 
is expected to supply about 90,000 tons 
a year. (Many industry observers think 
this is too optimistic.) 

NICKEL: Supply equal to 1951 de- 
mand. 

MOLYBDENUM: Equal to 1951 de- 
mand. Approved expansion projects ex- 
pected to provide 8,000,000 pounds per 
year. 

MANGANESE: Current supplies are 
considered to be adequate. Recovery 
from slag may be in operation com- 
mercially by the end of 1953. 

ALUMINUM: Production is expected 
to equal 1951 demand and to supply a 
pre-Korean rate of use for civilian in- 
dustry before the end of 1953. Recent 





addition of bauxite to the list of minerals 
which can qualify for Government ex- 
ploration money indicates additional 
mine producton is wanted by the mobil- 
izers. 

CHROMITE: Like manganese, in fair- 
ly easy supply due to imports. No short- 
age foreseen if the sea lanes remain 
open. Problem is transportation, not 
production 

COPPER: Expected to be 15% under 
demand despite an increase in produc- 
tion. Projects approved so far are ex- 
pected to provide 139,000 tons of addi- 
tional output. 

TUNGSTEN: The Government's guar- 
anteed purchase price of $63 per unit 
while it is expected to stimulate produc- 
tion — won't supply enough to close the 
gap between supply and demand. The 
world-wide shortage is expected to last 
indefinitely 

COBALT: Supply will remain far be- 
hind demand as now foreseen 





Titanium Metals Corp. to 
Build Plant in Nevada 


Titanium Metals Corporation of 
America, jointly owned by National 
Lead Co. and Allegheny Ludlum Steel 
Corp., plans to build the first large-scale 
self-contained plant for the production 
of titanium metal at Henderson, Nev. 
The facility, expected to be in produc- 
tion next year, will increase world pro- 
duction of the metal from the present 
rate of about 500 tons a year to 4,100 
tons. 

The cost of the plant is estimated at 
$14,162,000, and a certificate of necessity 
has been obtained for accelerated amor- 
tization of about 90% of that amount. 

Leases have been secured on major 
components of the $150,000,000 former 
Basic Magnesium, Inc., plant built by 
the Government during World War II at 
Henderson. The Colorado River Com- 
mission has allowed an annual power 
supply of 151,000,000 kilowatt hours gen- 
erated at nearby Hoover and Davis 
dams. 

Under the terms of the initial contract, 
production of titanium metal at Hen- 
derson will rise to some 3,600 tons a 
year, probably by late 1952. Raw metal 
will be extracted from ore and melted 
into ingots of 1,000 to 2,000 Ib. each. The 
metal will be produced by reducing the 
oxide in the ore by the thermal-chemi- 
cal batch process. Titainum oxide is first 
combined with chlorine to produce 
titaninum-tetrachloride. This, in turn, is 
combined with molten magnesium, re- 





sulting in magnesium chloride and raw 
titanium metal. Both the magnesium and 
the chlorine can be partially recovered 
electrolytically from the magnesium 
chloride. 

Forgings, bar and rod of titanium are 
currently quoted at $6 a pound, with 
sheet and strip at $15 a pound, 


Replaces Nickel in Plating 

A Du Pont development promises to 
alleviate the problem of providing a 
suitable base to replace nickel in chro- 
mium plating, the company announced 
last week. Preliminary results indicate 
that chromium, plated over white brass, 
is indistinguishable in brightness and 
color from that plated on a nickel base. 
The brass used in the process is an 80-20 
zinc-copper alloy which is electrode- 
posited from a cyanide bath using spe- 
cial brightening agents. However, the 
company emphasizes that a number of 
technical obstacles must be overcome 
before the process can be adapted to 
current production demands. 


Diamond Sales Up 

World diamond sales effected through 
the central selling organization operat- 
ing in behalf of South African and other 
producers for the half-year ended June 
30 amounted to £34,596,275, compared 
with £21,916,283 in the first half of 1950. 

Sales of gem stones in the Jan.-June 
period of 1951 were valued at £25,486,482, 
and those of industrial stones £9,109,793. 
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Miscellaneous Metals 


Quotations cover wholesale lots, f.o.b. New 
York, unless otherwise specified. 


ALUMINUM-~—Per lb., base price, f.o.b. 
shipping point: 30 Ib. ingot, 99% plus. 
18c., in pigs, 18c. 


Base prices on aluminum ingot of 
higher purity: 99.75%, 194c.; 99.8%, 20c.; 
99.85%, 21c.; 99.9%, 22c. 


ANTIMONY — Per Ib., 994% 


The National Lead Co. quotes 42c 
per pound, in bulk, carload lots, f.o.b. 
Laredo. The New York equivalent on 
carload lots was unchanged at 43.80c., 
and for less than carload lots 45.30c., 
per pound. 

Bradley Mining Co. quotes 50c. per 
pound, carload lots, in bulk, f.o.b. Cas- 
cade, Idaho. 


grade: 


BISMUTH~—Per lb., in ton lots, $2.25. 


CADMIUM — Per lb., wholesale quan- 
tities, delivered: 


Commercial Special 
Sticks (a) Shapes 
» Aug. 2 . : $ $2.80 
Aug. : esuekes 2.80 
Aug 2.80 
Aug. 6 2.80 
Aug 2.80 
Aug. § 2.80 


SAA 


Ananng 


NMNeMwMeNWh 


un 


(a) Special shapes t 


° 


platers 


CALCIUM — Per lb., in ton lots, cast 
in slabs and small pieces, $2.05 


CHROMIUM -- Per lb., 97 percent 
grade, spot, $1.12; contract $1.07 per lb. 
(Usually sold as chrome-metal.) 


COBALT — Per Ib., rondelles or gran- 
ules, in 500 to 600 lb. containers, $2.10; 
in 100 Ib. containers, $2.12; less than 100 
lb. containers, $2.17. Prices f.o.b. N. Y. 
or Niagara Falls, freight collect. 


COLUMBIUM-—Per kilo, base prices: 
Rod, $280; sheet, $250. Discounts on vol- 


ume business. 
GERMANIUM~—Per lb. $180 


INDIUM — Per oz. troy, 99.9 percent 
pure, $2.25. 


IRIDIUM — Per oz. troy, $200, sponge 
or powder. 


LITHIUM — Per lb. 98%, $9.85@$11, 
depending on quantity. 


MAGNESIUM — Per lb., f.0.b. pro- 
ducer’s plant, ingots (4x16 in.) , 99.8 per- 
cent, carload lots, 244c.; 100 Ib. or more, 
Le.l., 264c. Extruded sticks, carload lots, 
324c.; 100 Ib. or more, l.c.l. 344c. 


MANGANESE — Per lb. Minimum 96 





percent Mn, maximum 2 percent iron, 
carload lots, bulk, 29c.; packed in cases, 
354c. 

Electrolytic manganese 99.9 percent 
Mn, 28c., carload lots. 


MOLYBDENUM - Per lb., 99 percent 
$3.00. 


NICKEL — Per lb., electrolytic cath- 
odes, f.o.b. Port Colborne, Ont., contract 
price, 564c. U.S. import duty included. 
Nickel oxide sinter, 52%c. per lb. of 
nickel content, f.o.b. Copper Cliff. 


OSMIUM — Per oz., $200, nominal 
PALLADIUM — Per oz. troy, $24. 


PLATINUM — Per oz. troy, $90 on 
wholesale lots; $93 on sales to consum- 
ers. 


QUICKSILVER — Per flask of 76 Ib., 
$198@$202. 


RADIUM Per mg. radium content, 
$20@$25, as to quantity. 


RHODIUM -— Per oz. troy, $125. 
RUTHENIUM-—Per oz. troy, $90@$93. 


SELENIUM — Per |b. $3.00@$3.50 for 
black, powdered, 99.5 percent pure. 


SILICON — Per lb., minimum, 97 per- 
cent Si, maximum 1 percent Fe, crushed, 
carload lots, spot and contract 20c. 


SODIUM — Per lb., carload lots, in 
drums, 164c.; less than carload lots, 17c. 


TANTALUM — Per kilo, base price, 
$160.60 for rod; sheet, $143. Discounts 
on volume business. 


TELLURIUM — Per Ib., $1.75. 
THALLIUM -- Per Ib., $12.50. 
TITANIUM — Per lb., 96@98%, $5. 
TUNGSTEN — Per lb., 988 percent 
minimum, 1,000 Ib. lots, $6.00. Hydrogen 
reduced tungsten, 99.9 percent plus 
$7.75. Ceiling prices effective May 7. 


ZIRCONIUM -— Per Ib., powder, $7 to 
$8, according to quantity. 


Metallic Ores 


Prices in tons of 2,000 Ibs., or in “units” of 
20 Ib., unless otherwise stated. 


ANTIMONY ORE — Per unit of anti- 
mony contained, 50 to 55 percent, $6.25@ 
$6.50; 58 to 60 percent, $6.75@$7.00; 60 
to 65 percent, $7.25@$7.50. Nominal. 


BERYLLIUM ORE — Per unit of BeO 
contained 10 to 12% f.o.b. mine, Colo- 
rado, nominal. North Carolina, $32@$34. 





Imported ore, basis 10% BeO, $32 per 
unit, c.i.f. U.S. ports. 


CHROME ORE — Per long ton, dry 
basis, subject to penalties if guarantees 
are not met, f.o.b. cars New York, Phila- 
delphia, Baltimore, etc. 

Indian and Rhodesian: 
48% Cr2Qz, 3 to 1 ratio, 
eS CAE eee $43.00 @ $45.00 

48% CroO3, 2.8 to 1 ratio. ....$40.00@$42.00 

48% Cr2O3. no ratio . .$31.00@$32.00 
South African (Transvaal) 

48% Cr2Oz, no ratio. 

44% CreOs, no ratio.... 
Turkish 

48% CreoOz, 3 to 1 ratio, lump... 
Brazilian 

44%CreO;, 2.5 to 1 ratio, lump 

(a) Nominal 


$34.00 @$35.00 
$27.00 @$28.00 


. .$50@$52 


(a) $32.00 


COBALT ORE~—Per lb. of cobalt con- 
tained, $1.35@$1.45, f.o.b. Cobalt, Ont 
depending on grade. 


IRON ORE Per long ton, Lower 
Lake ports. Lake Superior ore: 


Mesabi non-bessemer, 514 percent 
iron, $8.30. Old Range, non-bessemer, 
$8.55. 


Mesabi, bessemer, 514 percent iron, 
$8.45. Old Range, bessemer, $8.70. 


Eastern ores, cents per long ton unit, . 
delivered at furnaces: Foundry and 
basic, 56@62%, 17c. 

Swedish, 60@68% (contracts), per 
unit, 15c. plus, depending on grade, c.i.f 
Atlantic ports; nearby business 17c. plus 


Brazilian, 68 to 69% per unit, 18c., 
c.i.f. Atlantic ports. 


MANGANESE ORE — Buying interest 
moderated last week. The c.if. equiva- 
lent on Indian ore settled at $1.20 to 
$1.26 per long ton unit of Mn, basis 46 
to 48%, duty extra. On long-term con- 
tracts for ore from other sources quota- 
tions were unchanged at 79.8c. to 81.8c., 
c.if., duty extra. 


Chemical grades, per ton, coarse or 
fine, minimum 80 percent MnOs, Bra- 
zilian or Cuban, carloads, in barrels, 
$60@$65. Javan or Caucasian, 85 percent 
minimum, $70@$75. Domestic 70 to 72 
percent, $45@$50, f.o.b. mines. 


MOLYBDENUM ORE — Per lb. of 
contained MoSe, 90% concentrate, 60c., 
fo.b. mines. 


TANTALUM ORE Per lb. TasOs;, 
$2.00@$2.50 for 56@60% concentrate. 


TITANIUM ORE Per gross ton, 
ilmenite, 56 to 59 percent TiO», f.o.b. 
Atlantic seaboard, $16@$18, nominal. 


Rutile, per lb., minimum 94% concen- 
trate, 34@4ic., nominal. 


(Continued on page 6) 
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Kennecott Copper Corporation 


Kennecott Sales Corporation 


Producers and Sellers of 
Electrolytic Copper 
Chino Fire Refined Copper (K.C.M.) 
Braden Fire Refined Copper (««) 
Molybdenite 


Offices 


120 Broadway, New York 5,N. Y. 











Irvington Smelting 


& Refining Works | ELECTROLYTIC 


COPPER — 
Buyers, Smelters and Refiners of 


Gold, Silver, Lead, Copper and Piatinum Metal Department 


Ores, Sweeps and Bullion : 
BACHE & CO. 


36 WALL STREET, NEW YORK 5, N.Y 


Manufacturers of Copper Sulphate 


Irvington, New Jersey 
Telephone Digby 43600 
Lehigh Valley R. R. connection 

















AYRTON METAL COMPANY 


W OLFRAM— MANGANESE — CHROME ~ ANTIMONY ORES 
PLATINUM — GOLD~ SILVER 


Ag ts for AYRTON M f 
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Metallic Ores 
(Continued from page 4) 


TUNGSTEN ORE — Per short ton unit 
of WOs, domestic concentrates of known 
good analysis, basis 60%: Ceiling price 
established at $65, effective April 6. 

Western high grade scheelite concen- 
trate, $65 per unit, f.o.b. mine. 

North Carolina high grade concen- 
trate, $65 per unit, f.o.b. mine. 

London quotes 535s. per long ton unit 
of WOs, delivered in U.K. 


VANADIUM ORE-—Per |b. V2O5 con- 
tained, domestic, 3lc., f.0.b. mine 


ZIRCON ORE — Per ton, c.i.f. Atlan- 
tic seaboard, minimum 65 percent ZrOz, 


$65@$70. 


Non-Metallic Minerals 


Prices received for non-metallic minerals 
vary widely and depend upon the physical 
and chemical characteristics of the commodi- 
ty. Hence the following quotations can serve 
only as a genera! guide to the prices obtained 
by producrs and dealers in different parts of 
the United States for their own product. In 
the last analysis the value of a particular non- 
metallic mineral can be ascertained only by 
direct negotiations between buyers and sellers 

Tons of 2,000 Ib. unless otherwise noted 


AMBLYGONITE-—Per ton: Airfloated 
$110, carload lots. 


ASBESTOS Per short ton, f.o.b 
mines Quebec, U.S. funds: 

Crude No. 1, $960@$1,500; Crude No. 
2, $595@$900; Spinning fibers, $275@ 
$475; Shingle stock, $123@$170; Paper 
stock, $85@$119; Waste, $63@$70; Shorts, 
$30@$63. 

Per ton, f.o.b. Hyde Park or Morris- 
ville, Vt.: 

Spinning fiber, $254.10@$274.45; shingle 
fiber, $122.65@$148.50; paper fiber, 
$86.90@$106.15; waste, stucco or plaster, 
$64.90; refuse or shorts, $31.20@$57.60. 

BARYTES — F.o.b. mines. 

Georgia: Barytes ore, crude, jig and 
lump, $13.00@$13.50 per long ton; bene- 
ficiated, $16@$18 per net ton, in paper 
bags. 

Missouri: Per ton, water ground and 
floated, bleached, $37.60, carlots, f.o.b. 
works. Crude ore, minimum 94 percent 
BaSO,, less than 1 percent iron, $9.50; 
93 percent BaSO,, $9.25 f.o.b. mines. 


BAUXITE — Per long ton. Domestic 
ore chemical, crushed and dried, 55 to 
58 percent AloO;, 1.5 to 2.5 percent 
Fe2O3, $8.00@$8.50, f.o.b. Alabama and 
Arkansas mines. Other grades, 56 to 59 
percent Al»Os, 5 to 8 percent SiOz, $8.00 
@$8.50, f.o.b. Arkansas mines. Pulver- 
ized and dried, 56 to 59 percent Al-Os, 
8 to 12 percent SiOz, $14@$16, f.o.b 





E. & M. J. Weighted Index of 
Non-Ferrous Metal Prices 


100 is com te for 1922-3-4. (Copper, 
Lead, Zinc, Tin, Silver, Nickel, Aluminum) 


1939........77.71 


1949 1950 
January 
135.65 
132.60 
134.04 
142.02 
154.30 
156.40 
160.67 
172.56 
179.83 
186.00 
187.05 
(a) Revised. 


February 


August 
September 
October . 
November 
December 





Arkansas mines. Abrasive grade, crushed 
and calcined, 80 to 84 percent AlO;, 
$17, f.o.b. Arkansas mines. Crude (not 
dried) 50 to 52 percent, $4.50@$5.50, 
f.o.b. Arkansas mines. 


FLUORSPAR~Metallurgical grade, ef- 
fective CaF content, per short ton, f.o.b. 
shipping point Illinois and Kentucky: 


Short Ton 
70% effective CaF, content. . $43.00 
Less than 60 $40 @ $41 
Pellets, 60% eee 34.00 
Acid grade concentrates, base price, 
per ton, bulk, 97 percent CaF» $50. 
Ceramic grade, min. 95% CaF», calcite 
and silica variable; Fe2O; .14%, $45 per 
short ton, in bulk, f.o.b. Rosiclare. In 
100-lb. bags $3.50 extra. 


Foreign fluorspar, c.i.f. U.S. ports, duty 
paid, per short ton: Metallurgical grade, 
$38@$40; acid grade, $50@$52. 


GRAPHITE Madagascar, c.i.f. New 
York, “standard grades 85 to 87%C,” 
$220 per ton; special mesh $275@$300; 
special grade 99% C, $700. 


Note — Sales on the better grades of 
graphite are usually made against the 
exacting requirements of consumers; 
published quotations largely nominal. 


Amorphous graphite, Mexican, f.o.b. 
point of shipment (Mex.), per metric 
ton $9 to $16 depending on grade. 


KYANITE — Per ton f.o.b. point of 
shipment Virginia and South Carolina, 
35 mesh, carload lots, in bulk $29; in 
bags $32. For 200 mesh, in bags, carload 
lots, $40. 





Imported kyanite in bags, c.if. Atlan- 
tic ports $48@$52 per ton. Quotation 
nominal. 


MAGNESITE — Per ton, f.o.b. Che- 
welah, Wash., dead burned grain, in 
bulk $36.30; in bags $41.80. 


MICA~—Prices prevailing in the North 
Carolina district for clear sheet mica, 
per pound, follow: 


Size Per Pound 
2x2 inch 


11 

2 

2 

3 

3 wae ‘ $2.20 to $2.30 

3 $2.40 to $2.50 

4 . -$3.15 to $3.25 

6 $4.00 to $4.50 
Punch mica, 12@22c. per pound, ac- 

cording to size and quality. 


Stained or electric sheet mica is being 
sold at approximately the same prices 
as clear sheet. 


North Carolina, wet ground, $140 to 
$155 per ton, depending on fineness and 
quantity. Dry ground, $32.50 to $70, 
Scrap, $32 to $35, depending on quality 


Madagascar sheet mica first quality 
high heat, duty paid, New York, per Ib 


Grade 7 (below 1 sq. inch) 50c.; 
Grade 6 (1 to 14) 75c.; Grade 5 (3 to 6) 
$1.10; Grade 4 (6 to 10) $1.30; Grade 3 
(10 to 14) $1.70. 


MONAZITE Per lb., f.0.b. Atlantic 
ports, 65% of total rare earth oxides, 
including thorium oxide and cerium 
oxide, 174c., nominal. 


OCHER~Per ton, f.o.b. Georgia mines, 
26.25 in 100-lb. paper bags. 


F.o.b. Virginia, dark yellow, 300 mesh, 
60 percent ferric oxide, in bags, $22.50G 
$23.50. 


OLIVINE—Per ton f.o.b. North Caro- 
lina and Washington (Puget Sound), 
crude $8@$10; ground, 200 mesh, $20; 20 
mesh to dust, $16. Nominal. 


PHOSPHATE — Per long ton, f.o.b. 
mines: 


Florida, pebble; 77@76 percent, $6.90; 
75@74 percent, $5.80; 72@70 percent, 
$4.80; 70@68 percent, $4.15; 68@66 per- 
cent, $3.75. 


POTASH — Per unit, f.o.b. mines. 
Muriate, 374@45ic., basis 60 percent 
K20; manure salt, 20c., basis 22 percent 
K,O. 


PYRITES — Per long-ton unit of sul- 
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phur, c.if. United States ports, guaran- 
teed 48 percent sulphur, Spanish, 14@ 
16c., nominal. 


PUMICE STONE — Per lb. f.o.b. New 
York or Chicago, in barrels, powdered 
3@5c.; lump, 6@8c. 


QUARTZ ROCK CRYSTALS — For 
fusing, all sizes, $100@$150 per ton. 
Prisms for piezo-electrical and optical 
use $4.50 to $50 per pound, according to 
size and grade. 


SILICA — Per ton, water ground and 
floated, in bags, f.o.b. Illinois: 325 mesh, 
$21@$40 for 92 to 99) percent grades 
Dry ground, air-floated, 325 mesh, 92G 
994 percent silica, $18@$30. Glass sand, 
f.o.b. producing plant, $1.25@$5 per ton. 


SPODUMENE~—Per unit lithium oxide 
contained, $6@$8 on 6 percent grade, 
carload lots 


STRONTIANITE — Per ton, lump in 
carload lots, minimum 84@86 percent 
SrCOsz3, $55, nominal. 


SULPHUR — Per long ton for domes- 
tic market, $22, f.o.b. Texas mines. 


TALC Per ton carload lots, f.o.b. 
works, containers included unless other- 
wise specified: 


Georgia: 98 percent through 200 
mesh, gray, $10.50@$11; white, $12.50@ 
$15, packed in paper bags. 


New Jersey: Mineral pulp, ground, 
$10.50@$12.50, bags extra. 


New York: Double air-floated, short 
fiber, 325 mesh, $18.50@$20. 


Vermont: 100 percent through 200 
mesh, extra white, bulk basis, $12.50; 
994 percent through 200 mesh, medium 
white, $11.50@$12.50. Packed in paper 
bags, $1.75 per ton extra. 


Virginia: 200 mesh, $10@$12; 325 
mesh, $12@$14; crude, $5.50. 


TRIPOLI—Per ton, paper bags, mini- 
mum carload 30 tons, f.o.b. Missouri: 
Once ground through 40 mesh, rose and 
cream colored, $30.00. Double ground 
through 110 mesh, rose and cream, 
$32.00; air-floated through 200 mesh, 
$35.00. 


VERMICULITE-—Per ton, f.o.b. mines, 
Montana, $12, nominal. South African 
crude, $30@$32, f.o.b. Atlantic ports. 


Alloys 


BERYLLIUM-COPPER — Master al- 
loy, 4 percent beryllium, remainder cop- 
per, 5 Ib. ingot, $1.56 per pound of alloy; 
3 oz. ingot, $2.09. 


FERROCHROMIUM ~— Per lb. of Cr: 





TT 





High carbon (4 to 9%C) 65 to 69% Cr, 
lump, carloads, delivered Eastern zone, 
213c.; low carbon, 304c. 


FERROCOLUMBIUM ~— Per lb. of Cb 
contained, 50@55 percent, $4.90. 


FERROMANGANESE-—Per gross ton, 
78@82 percent, $185, seaboard 


FERROMOLY&BDENUM, Etc.—Per |b 
of Mo contained, f.o.b., shipping point 
Ferromolybdenum, 55@65 percent Mo 
$1.32; calcium molybdate (CaO MoO;), 
$1.15; molybdic trioxide (MoO;) , bagged, 
$1.13, canned, $1.14. 


FERROPHOSPHORUS-~—Per gross ton, 
18 percent P, $58.50; electrolytic, 24 per- 
cent, $75, f.0.b. Alabama and Tennessee 


FERROSILICON—Per |b. of contained 
Si, Eastern zone: 50% grade, 12.40c.; 
75% grade, 15460c. 


FERROTITANIUM—Per lb. of Ti con- 
tained, 20 to 25% max. 0.10% carbon, 
$1.40. 


FERROTUNGSTEN — Per lb. of W 
contained, 75@80 percent W, $5.00. Price 
ceiling set May 7. 


FERROVANADIUM — Per lb. of V 
contained: Open hearth, $3.00; crucible, 
$3.10; low-carbon and silicon, $3.20. 
Contract prices. 


SILICOMANGANESE ~— Per |b. car- 
load lots, f.o.b. shipping point, freight 
allowed, maximum 14% carbon, 9.9c 


SPIEGELEISEN — Per gross ton, 19 to 
21 percent grade, $75, Palmerton, Pa. 


ZIRCONIUM ALLOY — 12 to 15 per- 
cent Zr, 39 to 43 percent Si, 7c. per Ib., 
bulk, carload lots; 35 to 40 percent Zr, 
47 to 52 percent Si 20.25c. per Ib. 


Rolled Metals, Etc. 


BRASS — Cents per |b. (base prices) 
Sheet Wire Rods 
Yellow Brass 38.13 a32.23 
Best quality brass .. 39.15 39.44 38.84 
39.44 38.84 
39.88 39.28 
4084 4024 
41.28 40.68 

(a) Free culting 


CADMIUM — Per |b. Special shapes, 
to platers, $2.80. 


COPPER — Per |b. Sheets, over 20 in. 
wide, 41.03c., rolls 20 in. and under, 
39.06c.; Wire, bare, carload lots, f.o.b. 
mills 28.67c. 


LEAD SHEETS — Per \b., full rolled, 
140 sq. ft. 22c. 


MONEL METAL — Per lb. (base 





prices) Standard cold-rolled sheet, 
60%c.; cold-rolled strip, 63%c. Rods. 
hot-rolled, 58%4c. 


MUNTZ METAL — Per Ilb., rods 
36.35c.; sheets, 41.18c. 


NICKEL—Per Ib. (base prices) sheets, 
cold-rolled 77c.; rods, hot-rolled, 73c. 


NICKEL SILVER — Per l|b., sheets, 
10 percent, 49.27c.; 18 percent, 51.9lc.; 
wire and rods, 10 percent, 51.49c.; 15 
percent 54.79c.; 18 percent 57.9lc 


PHOSPHOR BRONZE—Per lb., sheets 
5 percent tin, 60.20c.; wire and rods, 5 
percent 60.45c.; 10 percent 67.33c 


ZINC — Per lb., carload lots, f.o.b. mill 
(base price): Sheet 244c.; ribbon 23c.; 
plates 234@24ic. depending on size 


Metallic Compounds 


ARSENIOUS OXIDE (arsenic tri- 
oxide), refined, white, minimum 99 per- 
cent — Per lb., 6ic., in barrels carload 
lots delivered. 


COBALT OXIDE — Metallurgical 
grade, 70 to 75% Co, 400 to 500 Ib. con- 
tainers, f.o.b. N.Y. or Niagara Falls, $2.25 
per lb. of Co contained. Ceramic grade, 
70 to 71% Co, $1.60 per Ib. east of Mis- 
sissippi; $1.624 per lb. delivery west of © 
Mississippi. 


COPPER SULPHATE — Per Ib., in 
carload lots, 8.95c., large or small crys- 
tals, f.o.b. N. Y. 


Iron, Steel, and Coke 


IRON —Per gross ton, Valley furnaces: 
Bessemer, $53; basic, $52, and No. 2 
foundry, $52.50. 


STEEL — Per net ton, f.o.b. mill, 
Pittsburgh, billets and slabs, $56. Bars, 
per 100 Ib., $3.70; plates and structural 
shapes, $3.65. 


COKE-—Per ton, Connellsville furnace, 
$14.50@$15; foundry, $17@$18. 


STEEL SCRAP — Per gross ton, de- 
livered Pittsburgh, No. 1 heavy $46.00; 
No. 2 heavy $44.00, Cleveland, No. 1 
heavy $45.00; No. 2 heavy $43.00. 


Current Literature 

Work of the Tin Research Institute 
in 1950. Pp. 32. Available at Tin Re- 
search Institute, Inc., 492 West 6th Ave., 
Columbus 1, Ohio. 

The laboratory in England has been 
engaged in servicing users of the tin- 
zinc plating process. A notable achieve- 
ment in 1950 was the invention of a 
tarnish-resistant electroplate consisting 
of 65% tin and 35% nickel. 





HORSE HEAD PRODUCTS FOR UNIFORM QUALITY 


HORSE HEAD SPECIAL SLAB ZINC (Special High Grade—99.99 + % Pure) 
HORSE HEAD SLAB ZINC (High Grade) 
HORSE HEAD ZAMAK ALLOYS (No. 3 and No. 5) 


HORSE HEAD ROLLED ZINC and ZILLOY* 
(*A copper hardened rolled zinc alloy) 


HORSE HEAD METAL POWDERS 
(Brass, Bronze, Copper, Nickel Silver, Zinc) 


Also— Horse Head Special Zinc Anodes and Cadmium Sticks and Balls 


THE NEW JERSEY ZINC COMPANY 


Products Distributed by THE NEW JERSEY ZINC SALES COMPANY 
160 Front Street, New York 38, N. Y. 221 N. La Salle Street, Chicago 1, Ill. 


ST. JOSEPH 
LEAD COMPANY 


The Largest Producer of Lead in the United States 
250 PARK AVE.-NEW YORK 17 


TEL ELDORADO 5-32 
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(Continued from page 1) 

Consumption of primary antimony 
during May was estimated by the Bureau 
of Mines at 1,438 tons, against 1,355 tons 
in April. 

: Tin 

The $1.03 per pound selling basis of 
the RFC, announced late on August 1, 
was continued throughout the week that 
ended yesterday. Consumers would not 
be surprised if another reduction were 
to take place soon. RFC sales in the 
domestic market for the last calendar 
week totaled 380 long tons, which com- 
pares with 1,178 tons sold in the preced- 
ing week. During July, the RFC sold 
2,971 tons, against 3,193 tons in June 

Production of pig tin at the Longhorn 
(Texas) smelter totaled 2,406 tons in 
July, which compares with 2,655 tons in 
June. 

The Singapore and London markets 
were lower. Standard tin on the London 
Metal Exchange, per long ton, was 
quoted daily as follows: 


Standard Tin 
Spot 3-Months 

Aug. 7 £ 806 £7962 
Aug. 3 £805 £795 
Aug Holiday 
Aug £ 805 £796 
Aug £819 £ 806!) 

Daily quotations on 99% tin (tin con- 


tent), New York, were nominally as fol- 


DAILY 


Domestic Refinery 
24.200 
24.200 
No Market 
24.200 
24.200 
24.200 





PRICES OF 

——ee Electrolytic Copper————— 

Export Refinery 
27.425 
27.425 


lows: Aug. 2d, $1.02; 3d, $1.02; 4th, $1.02; 
6th, $1.02; 7th, $1.02; 8th, $1.02. 
Quicksilver 

Hardly enough business was around 
last week to test the price situation. Most 
operators view the market as weak. Ex- 
cept for “drug store” lots, prices named 
in New York were little more than 
nominal, varying between $198 and $202 
per flask. 

The leading European producers have 
taken no action pricewise. 

Silver 

Current demand is absorbing all sup- 
plies and the market continues firm. The 
New York quotation was maintained at 
90.16c. an ounce troy throughout the 
week. 

London also was unchanged, the of- 
ficial quotation holding at 784d. an 
ounce troy. Because of a holiday, there 
was no quotation on August 6. 


United States Gold Price 

The price paid by the United States 
Treasury for gold purchased by the 
mints continued at $35 per troy ounce of 


fine gold, less 4 of 1 percent. 


Actual pa: nt by the United States Treas- 

in imported and domestic ore or 

75 percent of the price 

quoted by the Treasury, which at present is 
equal to $34.9125 per ounce. 


METALS (E&M 





Foreign Exchange 
Foreign currencies, in addition to the 
daily quotation on sterling checks given 
in the table on this page, were quoted 
on in terms of dollars as follows: 


Demand 


11.60c, 


Mexico (silver peso) 
95h ec 


Canada (dollar) (a) 
(a) Selling basis, N.Y 


Sterling exchange futures, 60-day and 
90-day, nominal. 


London cables and checks quoted on 
even basis throughout week. 


Official London Prices 


The following delivered quotations 
have been fixed by the British Minis- 
try of Metals for the United Kingdom: 

Per Long Ton 

COPPER £ s. d 

Electrolytic, high conductivity. . 

Fire refined, high conductivity. .234 

Fire refined, high de an 

Fire refined, min 7 percent . 

Fire refined, min. 99.2 percent. . 

Hot rolled black wire rods, 
English 


LEAD 
Soft, foreign duty paid 
Soft, Empire 
English, refined 


ZINC 
Foreign (G.o.b.) duty paid 
Domestic (G.o.b.) 
Prime Western and debased 
Refined and electrolytic 
Minimum 99.99 percent 


J Quotations) 





Straits Tin, 
New York 


103.000 
103.000 
103.000 
103.000 
103.000 
103.000 








Average 24.200 


103.000 


17.000 


St. Louis 
16.800 
16.800 
16.800 
16.800 
16.800 
16.800 


16.800 


17.500 
17.500 
17.500 
17.500 
17.500 
17.500 


17.500 





Average prices for calendar week ended Aug. 4, are: Domestic copper f.o.b. refinery, 24.200c.; export copper f.o.b. refinery 


27.425c.; Straits tin, 104.000c.; New York lead, 17.000c.; St. Louis lead, 16.800c.; St. Louis zinc, 17.500c.; 


The above quotations are our appraisal of the major United States 
markets, based on sales reported by producers and their agencies. They 
represent payments received by producers for the product. They are 
reduced to the basis of cash, New York or St. Louis as noted. All prices 
are in cents per pound. 


Copper, lead and sinc quotations are based on sales for both prompt 
and future deliveries; tin quotations are for prompt delivery only. 


In the trade, domestic copper prices are quoted on a delivered basis; that 
is, delivered at consumers’ plants. As delivery charges vary with the desti- 
nation, the shown above are net prices at refineries on the Atlantic 
seaboard. Delivered prices in New England average 0.300c. per pound 
above refinery basis 


Our export quotation for copper refiects prices obtaining in the open 
market and is based on ssles in the foreign market reduced to the f.0.b 
refinery equivalent, Atlantic seaboard. On f.a.s. transactions we deduct 
0.075c. for lighterage, etc., to arrive at the f.0.b. refinery quotation 


and silver, 90.160c. 


Quotations for copper are for ordinary forms of wirebers and ingot bers 
Revised premiums on special shapes, effective in most instances on de- 
liveries beginning Jan. 1, 1951, are: Standard ingots 0.125c. per pound; 
slabs, 0.375c. and up; cakes 0.425¢. and up. 1 ——- on weight and 
dimensions; billets 1.35c. and up, di si and quality 
Discount on cathodes 0.125c. to 0.15c. per ~ fant 

Quotations for zinc are for ordinary Prime Western brands. Premiums 
obtaining over Prime Western sinc in the East St. Louis market om the 
following grades. 





premium or differential is 1.50c. per pound, effective Jan. 1, 1961. 


Quotations for lead are for the common grade, and ere based | on sales < 
domestically refined metal sold to d The a 

sales in the Chicago district is 10 points under New York; for New England 
add 7% points to the New York basis. C grade ® pre- 
mium over common lead of 10 points 





Silver, Gold, and Sterling Exchange 


Sterling 
“Checks” 
2.796 
2.7916 


Silver Gold 

New York London London 
90.160 78%d. 248s. 
90.160 78 ‘ed. 248s. 








Not Quoted 


potas 
change 
Aug “Checks” 
6 2.791%. 
7 2.791%, 
8 2.79%. 


Sliver Gold 
London London 


Holiday Holiday 
78 ted. 248s. 
78 4d. 248s. 


New York 
90.160 
90.160 
90.160 


Average silver, 90.160c.; Sterling Exchange 279.9375c. 


The daily New York silver quotation reported by Handy & Harman is 
for silver contained in ores and other 

in cents and fractions of a cent per troy 

Handy & Harman on the basis of actual sales of bar silver .999 fine in 
amounts of 50,000 ounces or more for nearby delivery at New York, and 
is usually one-quarter cent below the price paid for such bar silver, this 
ducti being all for carrying. delivering, and marketing. In 
addition to foreign silver, the tions also apply to domestic and 
Treasury silver if such silver enters the New York market 





The Treasury's purchase price of newly mined domestic silver was 
established at 90.5c. per troy ounce, 1000 fine. effective on July 1, 1946 
under an amendment to the Silver Purchase Act of July 6, 1939 

London silver quotations are in pence per troy ounce, besis .999 fine 

London gold quotations are per troy ounce, basis 1000 fine 


Sterling quotations represent the demand market in the forencon For 
premium on cables see Foreign Exchange 
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BUYERS 


Tungsten Concentrates, Tungsten Tin Concea 
trotes * Mixed Tungsten Ores * Tungsten Toil 
ings, Scrap, Tips, Grindings * Tin Concentrates 


TUNGSTEN : Philipp : Brothers Ip 


70 Pine St., New York 5, N.Y. 


— Tin Dros, Tin Furnace Bottoms. 
TIN SELLERS 


ANTIMONY 


Y 
Tungsten Concentrates to Buyers’ Specifications Cables: PHIBRO N 


* Tungsten Salts, Tungsten Powder * Tungsten 
Rods ond Wires * Tin ingots, Tin Oxides, Tin 
Chlorides. 


ORES, 
METALS, 
ALLOYS 





233 BROADWAY 
NEW YORK 7, N.Y. 
Plant: Glea Cove, N. Y. 


Cable Address 
WAHCHANG NEW YORK 


OVER 35 YEARS SERVICE 
TO THE MINING AND 
METAL INDUSTRY 








Advance Information on 


We Buy Crude Platinum 


E ARE always in the market 
for native crude platinum, plati- 
num and gold concentrates, gold dust 
and scrap precious metal. We pay for 
all the platinum metals and gold con- 


Non-Ferrous Metal 
Prices 
Available by Telephone, Telegraph 
and Cable Promptly After Close of 
Markets each Wednesday 


tained in such material. 





BAKER & CO., INC. 
113 Astor Street, Newark 5, N. J. 








For Terms Apply to 
E&MJ METAL AND MINERAL MARKETS 
330 West 42nd Street 


New York, N. Y. 








British to Back Stable 
World Price for Copper 


The Ministry of Materials for the 
United Kingdom apparently has aban- 
doned its recent policy of buying mar- 
ginal supplies of copper in the open 
market at premium prices, according to 
the “Metal Bulletin,” London. Similar 
reports have reached New York from 
other sources. The move is said to re- 
flect a need to stabilize the world price 
at the prevailing level of 27%4c. per 
pound. 

In commenting on price developments 
in copper, the British publication, in 
part, declares: 

“From what we hear the Government 
has now decided to abandon its recent 
policy of buying marginal supplies in 
the open market at high prices and to 
rely on such metals as the Empire pro- 
ducers can provide together with such 
other copper as may have been con- 
tracted for already. 

“On this basis it looks as if the Empire 
producers are prepared to continue to 
ship metal to this country on the basis 
of the U.S. export quotation. Had the 
recent policy been persisted in, the re- 
sult would almost certainly have been a 
sharp rise in the price of copper here, as 
Empire producers apparently were not 
prepared to go on selling on the Ameri- 





can basis if the U.K. was paying much 
higher prices elsewhere. 

“There are various factors which have 
probably accounted for the Govern- 
ment’s decision to follow this line of ac- 
tion. In the first place producers are 
probably not anxious for prices to rise 
much further as in the long term this 
might add to their problems by creating 
fresh wage demands, and leave them in 
a less favourable position if and when 
the market turned easier. Secondly, the 
U.K. is probably anxious to try and 
keep prices as stable as possible, as 
without stability in prices it is hard to 
see how any scheme of international al- 
locations could be operated, and it is 
known that if such a scheme can be 
started by the International Materials 
Conference the U.K. would stand to 
benefit.” 

° 
Lead Receipts by Smelters 

Receipts of lead in ore and scrap by 
smelters in the United States, in tons, 
according to the American Bureau of 
Metal Statistics: 

May June 
Domestic 33.198 32,244 
Foreign 9.452 4,123 


42.650 36,367 
In scrap, etc. (a) 3.831 3,212 


Totals 46,481 39,579 
(a) Only scrap smelted in connection with 
ore, plus some received by primary refiners 





U.S. Copper Consumption 


Consumption of refined copper in the 
United States during May, by shapes, 
according to the Bureau of Mines, in 
tons: 

Cathodes 

Wirebars . “ 
Ingots and ingot bars 
Cakes and slabs 


Billets . - 
Other shapes . 


EE ascwcedanteenees 120,789 
Brass mills absorbed 56,984 tons of 
copper during May; wire mills 63,373 
tons; secondary copper smelters 432 tons 
> 
Zine-Base Die Castings 

Shipments of zinc-base die castings 
during May totaled 43,917,000 pounds, 
which compares with 43,346,000 pounds 
in April and 47,029,000 pounds in May 
last year, according to the Bureau of the 
Census. 

During the five months ended May, 
shipments of zinc-base die castings to- 
taled 210,885,000 pounds, which com- 
pares with 199,551,000 pounds in the 
same period of 1950. 

Unfilled orders of zinc-base die cast- 
ings produced for sale amounted to 
100,183,000 pounds as May ended. This 
compares with 101,863,000 pounds a 
month previous and 55,230,000 pounds a 
year ago. 
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Names Tungsten Carbide 
Advisory Committee 

The National Production Authority 
has announced the membership list of 
the tungsten carbide manufacturers in- 
dustry advisory committee as follows: 

Edward Dreyer, vice president, Adamas 
Carbide Co., Harrison, N.J. 

P. E. Floyd, manager, Carbide Alloys 
Division, Allegheny Ludlum Steel Corp., 
Detroit 206, Mich. 

C. Abevesian, president, American 
Carbide Die Co., Union City, NJ. 

K. R. Beardsless, general manager, 
Carboloy Department, General Electric 
Co., Detroit 32, Mich. 

Mrs. E. A. DeBats, manager, DeBats 
Metallurgical Corp., Greensburg, Pa. 

T. W. Gabriel, sales manager, Firth 
Sterling Steel & Carbide Corp., 3113 
Forbes Street, Pittsburgh, Pa. 

Phil McKenna, president, Kennametal, 
Inc., Latrobe, Pa. 

M. A. Corti, president, Marcoloy, Inc., 
Springdale, Conn. 

Abe Simons, president, 
Corp., Stony Point, N. Y. 

R. T. Beeghly, vice president, Metal 
Carbides Corp., Youngstown 5, Ohio. 

W. R. Newcomer, president, New- 
comer Products, Latrobe, Pa. 

Dr. C. G. Goetzel, president, Sintercast 
Corp. of America, Yonkers, N.Y 

C. Cartwright, president, Tungsten 
Alloys Manufacturing Co., Newark 4, 
NJ. 

Morris Simons, president, Union Wire 
Die Corp., New York, N.Y. 

John Kontra, president, United Die 
Co., Union City, NJ. 

H. B. Clark, vice president, Cascaloy- 
Ramet Corp., North Chicago, III. 

James Fraser, president, Wesson Metal 
Corp., Lexington, Ky. 

F. H. Willey, jr., president, Willeys 
Carbide Tool Co., Detroit, Mich. 


OPS Scrap Metal Changes 

Effective August 6, Supplementary 
Regulation 48, establishes dollars-and- 
cents ceiling prices for remelt zinc, roll- 
ing back prices in line with ceilings set 
for zinc scrap on June 1 under CPR 43. 
Remelt zinc is made from scrap by a 
simple melting process. 

Effective August 6, Amendments to 
CPR 46 and CPR 47, rolling back prices 
of all grades of copper alloy scrap and 
brass mill scrap containing tin. Since 
issuance of original regulations, June 21, 
tin prices have dropped substantially, 
throwing tin-content scrap prices out of 
line with other grades of scrap. Amend- 
ments correct discrepancies by reducing 
prices for scrap grades in question to 
levels reflecting a value of $1.15 a pound 
for tin. This is above current market. 
The $1.15 figure was used in hope of 


Master Die 





holding prices steady for a reasonable 
length of time. Reductions range from 
Vac. to 3¥%c. per pound. 

Brass mill scrap and copper alloy 
scrap may be delivered at higher prices 
until August 13, providing the higher 
prices were contracted before July 31, 
and if the material was received by or 
was in transit to the person making the 
delivery before that date. 


* 
U.S. Lead Consumption 


Consumption of primary and second- 
ary lead in the United States dropped 
in May to the lowest point since July 
1950, the Bureau of Mines reports. The 
101,951 tons consumed was 13% 
that used in April. 

The following consumption figures, in 
tons, were based on information received 
from approximately 750 consumers and 
dealers: 


under 


Metal Products 
Ammunition 
Bearing metals 
Brass and bronze . 
Cable covering 
Calking iead 
Casting metals ..... 
Collapsible tubes 

‘oil 
Pipes, traps. bends 
Sheet lead 
Solder 
Storage batteries 
(antimonial lead) 17,030 
Stcrage batteries (oxides) 15,017 
Terne metal 3% 231 
Type metal . 2,363 2,322 


April 


Total 74,487 
Pigments 


White lead 
Red lead and litharge 
Pigment colors. 
Other . 
Total 
Chemicals 
Tetraethy! lead 
Miscellaneous chemicals 
Total .. 
Miscellaneous Uses 
Annealing 
Galvanizing ... 
Lead plating .. . 
Weights a ballast . 


1,428 
Other Uses Unclassified .. P 1,295 


Total consumed 101,951 


Stocks of lead in consummers’ hands 
at the end of May totaled 111,657 tons, 
which compares with 112,978 tons a 
month previous. 


Tri-State Concentrates 
Joplin, Mo., Aug. 4, 1951 


Blende Per Ton 
Prime coarse (jig and table 60% zinc) rf 
Flotation, 60% 
Coarse and fotation So 80% lead 


Production continues ahead of this 
time last year and demand remains ac- 
tive. 

. 


Smelters’ Copper Scrap Prices 

Custom smelters’ buying prices for 
scrap, carload lots, refinery: 

No. 1 heavy copper and wire, 19ic.; 
No. 2 heavy copper and wire, 17ic.; 
Light copper. 164c.; refinery brass, 17ic. 

e 
Dealers’ Scrap Prices 

Dealers’ buying prices, f.o.b. New York 
or equivalent freight points, for whole- 
sale quantities, in cents per lb. 


No. 1 copper wire 

Heavy copper & wire, mixed 
Light copper 

No. 1 composition 
Composition turnings .... 
Cocks and faucets ........ 
Light brass : ' 
Yellow brass turnings, mix 
Heavy yellow brass, mixed 
Auto radiators, unsweated 
Brass pipe, cut . 
Rod brass turnings, No. 1 
Rod ends, brass........... 
New soft brass clips. ‘s 
Cast aluminum, mixed. . 
Aluminum pistons, clean. . 
Aluminum crankcases..... 
Aluminum clips, new soft. . 
Sheet aluminum, old clean 
Duralumin clips, new 
Aluminum turnings, clean 
Zine die cast, mix 

Zinc die cast, new 

Old zinc. .. : 

New zinc cli 

Soft or hard lead 

Battery plates ... 

Babbitt mixed .. 

Linotype or stereotype. ... 
Electrotype 

Solder joints close cut 


183@ 19} 


Autobearing babbitt 
Monel clips, new 
Mone! sheet, clean. 
Mone] turnings 
Nickel clips, new. 
Nickel anodes, cast. 





70,000 LBS. COPPER STRIP 
062 x .572 
for immediate delivery — below mill price 
F.O.B. TORRINGTON, CONN. 
Prime stock, % hard, electrolytic, 
29 Ye ib. and 69 Ib. coils 
Subject to prior sale 


HUDSON RANDALL INTERNATIONAL 


131 E. 45th Street, New York, N.Y. 
Tel. Mu 8-1075 











INTERNATIONAL MINERALS 


AND METALS CORPORATION 
il BROADWAY, NEW YORK 


BUYERS OF 


All Grades of Copper Bearing Material 
ie and Heavy Brass 
ight Copper 
Heavy 
Auto 
Co; 


& Wire 


pper Ore 

Matte & Bullion 

For delivery at Laurel Hill, L. 1., New York 
BE! Paso, Texas and Douglas, Aris. 
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UNITED STATES SMELTING 
REFINING AND MINING COMPANY 


75 FEDERAL STREET, BOSTON, MASS. 





Producers 0¢ GOLD, SILVER, LEAD, ZINC, 


CADMIUM, ANTIMONIAL LEAD, ARSENIC AND TELLURIUM 





METAL SALES OFFICE - 57 WILLIAM STREET, NEW YORK, N. Y. 


OPERATING OFFICES: Newhouse Building, EXPLORATION OFFICES: For examination and purchase of mining 
Sait Lake City, Utah; Fairbanks, Alaska; properties: 75 Federo! Street, Boston, Mass.; 57 William Street, New 
4 . . ’ York, N. Y.; Newhouse Building, Salt Lake City, Utah; Fairbanks, Alaska; 
Nome, Alaska. 
Nome, Alaska 























